USDA 



EJriEed States Department of Agriculture 
Animal and Planl HeaHh Inspection SarvJca S0194& insp id 

Inspection Report 


BCLLWETHEF FARM, INC 


66 PROSPECT STREET 
EAST WOODSTOCK, CT 06S44 


Cuslomer ID‘ 4276& 


CertrficBle: 16-H-0050 
Sile- flfil 


|(b)(2)High, (b)(7)f 


Type; ROluTTINE INSPECTION 
Dale' Ai^g-iS-SOOft 


There were no ngn-complianl items identlFied during Ifie insper^rtir^n. Registra.n| wa^ in pgtnpiiance wilfi AWA 
Raguiallons and Slandards al the hma oF lha lnsp«ctlc>n. 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title; VeiEPINARYMEOICALOFFICERInspsctcr 1054 


Date-1 

Ai>g-2S-Ki0e 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Aug-25-£OOe 
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eeiLWETHER FARM, fNC 


66 PROSPECT STREET 

EAST WOODSTOCK, CT 06S44 


Customer ID: 4276i& 


CertrfiCBte: 16-H-005(J 
Site: 002 


|(b)(2)High, (b)(7)f 


Type; ROLTIINE INSPECTIOW 
Date; Jul-IS-EdOfl 


2,33 lt)> (£> 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

£.33 (bS (£) - '"Each research facility shall establish and maintain pj-ograms pf adeqjale vetennary care thal include: 
(2) The use aF epprcipriele melheds ta prevent, conlrol, diegnr^ee, end ireat diseasee and injuries." 

1. Sow #t -3 was noted to have long htqovee pn bnth Irani Fe^t. The loes nn Ihe trgnl leal were spreading apart and 
the lip ef the hoof o( each of Ihe toes we^o starting to curve In towardfe each other. 

Regular irimmmg of hooves is important to prevent overgrowth and ensure animaJ oomtort. Faciirty needs to address 
the condition of the Sow'a hooves, Correct by Tr ifirsa. 

£. Sow flt -3 was noted bv the APHIS inspector to be lame m the lefi Front leg a! tFie time oF ihe inspection The Sow 
wga limpingr not bearing full weight an iFve leg, and Ihere was a deep hgrizqntal cr^k noted in the lateral aspeci ol 
the hooF of the latofaJ loe approjumalfily 2: inches from the coronary barid. The lamanass condllion observed In the 
Sow had nol been recognised by Facility personnel. 

A research faciitty must provide adequate velerinary care to the animals al the facility so lhal any problems with 
animal heaitji osn be appropriately addresEiBd. Facility noeds to address the Famenoss noted in Ihis Sow. Conrad by 
7yia.'06. 


2. Gin was noted by the APHIS Inspocto' to be dragging har hind and ar>d having difficulty gaiting up from a 
sitting positicm. The Gilt walked amund the pen once she wgg able to stand Personnel slated lhal this behavwr had 
beon obsorvod m the Gilt m the past. There was m docurnentatkie available for raview that the condition had been 
assessed and was being appropriately atldressed tjy Ihe facility. 

A research faclky must provide adecpjate velerinary care to trie ammals a! the lability so lhal any problams with 
animal health can be appropriately addressed. Facility rveeds to address the condition noted in this Gilt. Comgct by 
Yvia^s. 


(b)(2)High, (b)(7)f 


4. Review ut tha daily logs iil the 


Prepared By; 

PAULA S GLADUE, V M D USDA, ARRIS, Animal Care Date: 

Title; VETERINARY MEDICAL OFFICER Inspector 1054 JuM6-£<lO0 


Title; 


(b)(6), (b)(7)(c) 


Date; 

JuM6-£0Ci6 
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Inspection Report 


a. ThB daily Id^ had an entry on 4/1&10B Iful Sow #1-3 was "lama on IrDnt leg". Ttiara waa no dDOuntenbatian 
available for review that lf»e condition noted was appropriately diagnosed or treated, 

b. The daily log had an entry on 7/1 Ifral Sow #1-3 was "not eating'' and tbe^|vas conlacled. According to 
oooesponcienoe, the^Jnsiructed per^onrel to administer a lairative and antacid to the Sow and to contact the 
de^rgnaled vetonnarian. There was ru- documenlaliDn available tor review that the rnedlic^lons wore adminlatayad to 
the Sow or that Itie veterjnarian was consulted. 

A researcb faciky sbtxjid maimtarn a program of veterinary care that includes Ifw use of appropriate melfwds to 
diagnpsa Bnd Irani pnimal beal|h iissMes, Tfia facility needs fri addra^ thaae itama to provida for |he hanlfh pnrj! wall 
being ol the animals. Gorrad by 7/1&106. 


Prepared By: 


Title: 

Received By: 


PAULA S GLADUE, V M D USDA, APHIS, Animal Care Date; 

V^E PI NARY M EO 1C AL OFFIC ER Inspector 1 054 Jd-1 6-£tlO0 



Title: 


P3B0 5 i 


Date: 

Jul-1S-£fl0a 
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Inspection Report 


BOEHRINGER IMOELHEIU PHARMACEUTICALS INC 


900 RIDGEBUBY ROAD, PO BOX 366 
RIDGEFIELD, CT 06877 


Cuslomer ID’ 55 
CertrfCBle: 15-B-0023 
Site- flOl 


(b){2)High, (b)(7)f 


Type: ROluTTINE JNSPECTION 
Date' AE>gHOS-g006 


2,31 (c) (3) 

INSTITUTIONAL AHtUAL CARE AND JSE COMMITTEE (lACUC). 

2-61 [c) 0) - "IAjC JC Functions. VVilh respect to activities involvir^g animals, the lACUC, as an agent of the research 

lacilLiv, shiall: (3) Prapar« reporls cd ila avalualions condudetf If pmaram ar laoilily daficienpHa are nmed, Ifie 

reports musi contam a reasonable and specilic plan and schedule with dates for correcting eacli defioecicy,'' 


1. Ttie lACUC ideniKled a mirvor dolioency during the Spring 2008 sjemi aertual review of iha Program lor Humans 
Care end Uso but there was no oorredion schedule with date for conecling the deficiency included in the Semi- 
annuai noporl submitted lo thts Inslllulicinal Official (10) dated &'l3rQS. 

The lACUC iiE required te give a OarrecIlDn schedule ter any de1ictencie£ idenlllled during the semFennual reviews in 
the report submitted lo Ihe 10. The tACUC needs to provide a correctten schedule for the mirwr deficiency idenlified 
on the 5/13i'i06 report and then submit this inlormatiqr to the lO. Conecl by 


2-31 W> in (ii} 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE tjlACUC), 

£-61 (d) (1) (ir) ■ The lACUC shall determine that ihe proposed activities or significant changies in or^going adiyities 
meet the fnllDwir'ig requirements : (ii> The principei investgater he£ Considered eltemetives te procedures Lhal niey 
cause more than momentary or slight pain or distress to the animals, and has provded a wrilten narrative description 
of the ntelhads and sources...- uned Co determine 1he| eltemeliviee were no1 evailapla." 

1, Fteviewf pf Pnjtocpl #07-63i2-D: 

a. The written nanative of the methotfe and sources used to determine that alternatives were nal available to the 
pDlentielly pemlul nr distreestul procedures destsribed in the pmposel lor enimel use daes not include the procedure 
of direcl. urelera! cathetofizalion via flank approach lo the kidney that was described In the amendmeni submilled to 
end approved by the lACUC on 2i\ I.'IQB. 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care Datei 

Title: VETERINARY MEDICAL OFFICER Inspector 1054 Aug-07-£Cl0e 


(b)(6), {b)(7)(c) 


Title; 


P3B0 1 <jf J 


Date; 
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A prirtcipal irrvealigalDr is required |D oarrskfsr alLemalivas ta tha potanliaH/ painful and diatre^slul procsduras 
described in a proposal for animal use. The lACUC needs to address ibis issue that was identified for Ihis proposal. 
Corracl by ans/Oa. 


2,31 [e> (&> 

INSTITOTIONAU ANIMAL CARE AWQ USE COMMITTEE <IACUC), 

£-31 (e> (5) - '‘A propoaal to conduci an aclivity involving animals, of lo maLe a significant clianpe in an ongoing 
activity invotvirng animals, mual contain the lollawiiigr (5) A da^driplton nl any aulfiana£,ia rtHthod IP be used.' 

1 . Review pI Prolacpl W07-a3£-D arxl recmd of Dag #2430: 

a- The protocol states that Uie meihod of eiJthanasie is (be adminig-tration pf H3 ml of satumled Polassium c^iloride 
(KCI) undar general ar»sll>aaia, ft also sLatas that a bolus injactlon ol PantDbarbtlal Id mg/'Kg wid be given prior to 
the admintsuadon of saturated KCI. Thete was no documentation available ihat a txjius injedion of Pentobarb»tal 
was adminislered to Dog #2490 nn Bi'Sl'DB prior ip aulhanasia with saiiri'aiEd KOI. 

A prcppsal for animal use must contain a desoriptnn ol the au1tiBnas.ia mathod |p Ipp used. Thp lAQUC neetfs lo 
address the de(>artu<Q Irom the approved method of euthanasia that was Idantiflad fer Ihis protocol. Gorrocl by 
9 .' 15 ‘' 0 a. 

2,33 ft?) [ 2 } 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

£.33 (b) {£1 - ' Each rggearch lacilily shall establish and maintain programs of adequate veterinary care that mclutte: 
t|2) Tha usp of appropriate methods to prpvenL, conlrol, diagnPOa, and IrdaJ diSaaSpe and Injurias." 

1 . Review of Prolacpl #D7-03i2-D end record pi Dog #2435: 

a. The protocol states (hat the method of euthanasia includes the administration of saluialed Poiassium chloride 
uodor general an&albasia. A conlainer ol Polasslum chloride powder< ACS reagent grade, was noled during the 
inspection of the Investigator's laboratory space The investigator confirmed that the saiturated KCI solution used (or 
euUlSnaEia is made from KCl powder Irdm the dOntainBi. Thp label pn the jar of KC I slates 'Ear laboratory use only. 
No( for drug, household, or other uses.* 

Non-pharmaceullcal grada chemucal compounds should only be used when veterinary or human pfiarmaceutical 
grade products are rnn available or for scientiTic reasons wilh (he approval of (he lACUC. There is no jncBoadon (hat 
the lACuC pr AV were aware of the uee oi Ihe chemical grade compound. The lACUC and AV need to address thie 
issue identified for the protocol Correct by 9 ' 1 &'08. 


Prepared By: 


Title: 

Received By: 


PAULA S GLADUE, V M D USDA, APHIS, Animal Care Date; 

VETERINARY MEDICAL OFFICER Inspector 1054 Aug-07-£008 



Title; 


P3B0 5 j 


Opte: 

Aug- 07 -£ 0 &e 
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3,81 (c) [2) REPEAT 

ENVinOHMENTEMHAhlCEUEIMT TO PROIAOTE PSYCHOLQOICAL WELL-BEING- 

3.&1 (c) i2) - "Special consideraitions, Certain eonhuman pnmates must be providecl special aflenlion regarding 
enhancdmenl d 1 thair anvirmimanl, baaad on Ihe neoda of Itia individual Ejaacias and h ancordartoa wilK lha 
instructions of the altenrting vetefiniarian, fionhuman primates requiring special attention are the foliowtng;' (£) Those 
fhal ahnw aign:^ of being in pE^hplogipal Ihr-ough behavigr pr appeer^nce " 

1. NHP rfTST was noted by the APHIS inepeclor during the inspection to have signs ol hair picking. There was an 
area of patchy halrktss prosonl on tho caudal aspaci ol lha loll ahculdar at lha acapola. Tha curronl conditKin had nol 
been noted by facility personnel. 


MHP eshitxling agns of being in psychsologcal distress musl be provided wilh speciai attention regarding 
enhancement ol their envirpfimenl. Facility addressed this item during the inspection by perfarming an assessment 
of iTio NHP and •devofoping a tnoalmorvt plan to provide ttia animal with special alf&nElon. 

3.04 (c) 

CE^AHIFIGi, SANITIZATION, HOUSEKEEPIMG, AND PEST CONTROL. 

3.04 (c) - "Housekeeping for premises. Premises where housing facilities are localed, incJuding buildings and 
sunoundihg grounds, must ba kbpl clean and in goad repair.' 


,(b)(2)High, (b)(7)f 


1 . There was an area dl ona wall hal was npled In have spots nf $ driEd darik colored 

substance present. Premises should be kepi clean to facllslate proscribed husbandry practices. The wall needs to be 
deaneo. Correct by 0,'ia'ioe, 


(b)(2)High, (b)(7)f 


2- There was a portable equipment caddy located on a cad ir|||||H||||||^^^|that was noted to have spots of 
driad bloi3d and spola ol a tight colDred dried sr^iance praaant. Premisaa ahould ba kapt ctaan to ladlilale 
prescribed husbandry practices. The cadrty needs lo be deaned, Correct by 


3. 


Ths lollowing Hems wore identKIed In 


^b)(2)High, (b)(7)f 


a. One el lha bailing mouotad air vent covara was ryel sacurad at one eerner and lha cover was hanging dewn. 

b. There was a dark colored stained area of the oeiUng adjacent lo one of the lighi fixtures, 

d. There waa an area ef pnaeling paint noted an lha ceiling adjacent to one of tha air vent oavera. 


Animal facifibK must be kept in good repair to iaoiliiste prescribed husbandry practices. These items neerJ to be 
addressed by ihe facility. Correct item 3a by Bi't li'OS and items 3b and 3c by lOVl/oa. 


;b)(2)High, (b)(7)f 


4. The covers lor 4 of the ceiling mcunled recessed lire sprinkler heads in| 
missing Animal facilities musl bo kept in good repair to tacilitate prescribeo nusoanory praciices 
oavera need id be replaced. Qarred by 1 [tit 


ivare neled to be 
The miEsirig 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care Datei 

Title: VETEPINARYMEOICALOFFICEFIInspsctor 1054 Aug-O7-£ClO0 
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NOTE ■ This was a f^ll iacilify irispecticm ooruJiucted on i9i'5'‘0& and with fhe exit interview on 9^.'TO0. 


Prepared By: 


Title; 

Received By; 


Title; 


PAULA S GLADUE, V M D USDA, APHIS, Animal Care Date; 

Aijg-07-£flae 

Oate; 

Aug-07-S0&e 


VeiE PI NARY M EO IC AL OFFIC ER InspsctOf 1 054 



Paw 4- J 


FUlAJU 

inspjd 
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Animal and Planl HeaHh Inspection SarvJca insp id 

Inspection Report 


Cuslomer ID‘ 39 
CertrfiCBle: ie-H-0017 
Site- 001 


|(b){2)High, (b)(7)f 


Type; ROluTTINE INSPECTION 
Dale- Feb-05-S003 


There were no norv^omptrant items identified during itw inspection Pegistrani was m coinpliance wflsn AWA 
Ragutalions 3.nd Standards al [he lime nf the inspenhon. 


Prepared By: 


Title; 

Received By; 


PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

VeiE PI NARY M ED 1C AL OFFIC EH Inspectcr 1 054 



Date; 

Feti-05-£008 


Title; 


Paje 1 ^ 1 


Date; 

Feb-05-£00e 
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HARTFORD HOSPITAL 


60 SEVMODR STREET- P O, BOX &037 
HARTFORD, CT 0610? 


Cuslomer ID’ 51 


CertrfCBle: 16-H-0CW7 
Site’ 001 


:b)(2)High, {b)(7)f 


Type; ROluTTINE JNSPECTION 
Dale- Jul-14-£00a 


2,31 (tff (1> fii} 

INSTITUTIONAL AHtUAL CARE AND JSE COMMITTEE (lACUC). 


2-Sl (d) (1 ) (ir) - 'Ttie lACUC shall determine that Ifte proppsed activities or significant ctianges in ongoing activities 


lia£ considered alLemalivss Ld prncddunds that may 


(b)(6), (b)(7)c 


maet 1he lollDwirtg neguinamenls: t|ii}Ttie| 

cause more than momentary or slight pain or distress to the animals, ajxJ has provided a written narrative descripiton 
□r Ihe malfiqrd^ and SEHJrc^a used Id determine Ihat alternatives were not available " 


1 . Review of Protocol ifSi0 1 1 ; 


a The written narrative of Ihe methods and -Murces used to determine that aitemalives we^e r»ol available Co the 
pDlendialty pamlul nr distressful procedures described in Ihe prcpDssI lor enimel use dees net include Ihe procedure 
of thoracotomy lhal is (Jescribed in the proposal. 


A principal Investigator Is r&quired to cortsider altarnativas to the potentially painful arid distrc^ssful procedures 
described in a proposal for anirriBl use. The lACUC needs to address this issue teat was ictenfifted for this proposal. 
Corrocl with tee upcoming renawaJ ol ihe prolocof m the Fall 2008. 


NOTE - This was a focused inspediofi of records arid lACUC liocumenls. 


Prepared By: 

PAULA s QLADUE, V M D USDA, APHIS, Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 1054 


Datei 

Jul-14-2fl0e 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Jul-14-£fl06 
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Inspection Report 


MORTHWESTTERN C T COMMLtMfTY COLLEGE Customer ID: 10301 

Certificale; ie-H-0040 

PARK PLACE EAST Siler 001 


pWHigh, (b)(7)f 


Type: ROUntNE INSPECTION 

WINSTED, CT 060® Dale: Dec-1 0-2OOS 


There were no non'CompJiant items identified during the- inspection Registrant was in cpmpliance with AWA 
Ragulalioris and Standards al the Lime of 1he inspectlDri. 


Prepared B/: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title; VeiE PI NARYMEOICAL OFFICER Inspector 1054 


Oatei 

Dec-1 8-2008 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Dec-1 8-?OOe 
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Inspection Report 


WRTHWESTERN c t comwlfmity college 


PARK PLACE EAST 
WINSTiD, CT 06098 


Cuslomer ID’ 19301 
Certrfcale: 16-H-OCMO 


Site- 001 


:b)(2)High, (b)(7)f 


Type: ROluTTINe INSPECTION 
Dale- Feta-06-3003 


2,31 (c) 

INSTITLIHONAL AHtUAL CARE AND JSE COMMITTEE (lACUC). 

2-31 [c) - “lACUC Functipng. Wilfi respect te acttvities invc?lving animals, the lACUC, as an a^nt of the researcli 
lacilily, shall: 

(T) at least once every si)i months^ itae research facilfly’s program for humane care and use of animals 

(£) Inspect I Bl lensl -ance every six months^ ell nl the research fBiplity's animal raplicies.' 

1. The lACUC inspected the animal facilities and reviewed line program Tor humane cane and use of animab on 
5.'l/i07. Ths fiesl inspection and pragram review was cnnoucled fcy the lACUC 7 1/2 months later on iZ'lfl.'O?. The 
lACUC gtiauld inspect the animal Facilities and rei/iew the program lor humane care and u&e of animab at least orsce 
every E mondtis. Correct with Ihn ^Ipring 20D8 reviews. 


2.33 (b> (?> 

ATTENDIMG VETERINAfiiAM AND ADEQUATE VETERINARY CARE. 

2-38 (bj (£) - 'Each research facility shall establish and maintain programs af adequate veterinary care that include: 
(2} The use OF epprapriate methods t-O prevent, control, diegrlose, end (reel diseases and injuries." 

1. The Ipllowing outdated medioationS were tdenlilied in the lab area. Thte use ol outdated medicetione may not be 
safe or eHlc^lous and is not considered an acceptable staridard of v«tarlrvary practce. Fadilty conrecied this Item 
during Eh? irtgpedion by iSscarding lbe outdated medioatioug. 

a. Rpinephmner £0 ml bottle, # 1 , exp 1 fl.'O?. 
fa. Betadine,, gallon, #1 , exp tZ'DT. 
c. Buprenex: ampules, fli 9, exp E/t.'^OS. 


Prepared By: 

PAULA s QLADUE, V M D USDA, APHIS, Animal Care 

Title: VETEPINARYMEOICALOFFICEFIInspsctor 1054 


Datei 

Feb-06-3008 


Title; 


(b)(6), {b)(7)(c) 


Date: 

Feb- 06 - 200 e 
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2. The niedical reosnd for Cat #7 wag. reviewed According to the jnedical neoond, the cat was yacdnated for Ratjies 
on 1Z''1 5.'iOi and vvould be duB Tdr Ihe n^xt Rablas vacLinaliad on t2/1 5/07. As a1 Z^'S'OS. lha cat had not racalvad 
the Rabies vaccination as prescribed in Ihc medkcal record. Fadlity corrected Ihis item during the inspeclion by 
adminigtaring IfiE Ftabies vaccingSion to Gat #7. 


USDA 


3.11 W 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

3. 1 1 (c) - ■’Housekeeping for premises. Pnemiges where housing facililies are localed, irK?ludii>g buifdings and 
scrTburidirig grounds, niL.tSt ba kepi diaan and In gocd rspair td proledt lha ariiillals Irarn injury. Id ladllilatB ths 
htiEbandry practices required in this subpart," 


(b){2)High, (b)(7)f 


1. Ttie Reaistra nl has Cals that are allowed 1o move around Ibe premises during Ihe daytime. Tlie door to 

[was noted to be open. There was s pflilon sired bottle oi ^feinfectant conoenirale having a pump 


lypa dispenser lop localed on the Floor o1 the|i{^|||g|j^|lhet was readily acoa^iUe to the Cats. Siorage of deanmg 
supfil'es on the floor could pose a hazard to the Cals through direct contact ivith ihe ■disinfectant, 


2. There was an excessive build up of dust on the surfaces, of Ihe stored unused caging, shelving, and O'lher 
assorted pieces of equipment looeted inj|3Ifi|j| 


3, Several areas of the floor In^^verg r>oled to be dirty and had some wooden bedding and pieces of rodent chow 
present. 


b)(2)High, {b)(7)f 


4. There were 2 longitudireJ Ctscks identified in orre of the walls al the] 

order to maintain line premises m good repair and to ensure proper sanllizatton. 


that need Id be addressed In 


Thesfe ilemg need to be addressed by the facilily in order to keep the premises dean and in good repair. Correct item 
1 immediately^ Items 2 and 3 by 2'%'^lS; and Item 4 by Si^'l/QS. 


Prepared By: 


Title: 

Received By: 


PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1054 



Date; 

Feb-06-2008 


Title; 


5 <?f 5 


Date; 

Feb-06-200e 
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QdlNNIPlAC UNIVERSrrv 

Cuslomer ID‘ 46 


CertrfcBle: 16-H-0026 



m. CARMEL AVENUE 

Type; ROluTTINE JNSPECTION 

HAMDEN, CT 065 ie 

Dale- Oct-OI-SOM 


There were no norv^omptrant items identified during itw inspection ffegistrani was m coinpliance wflsn AWA 
Ragutalions 3.nd Standards al [he lime nf the inapenhon. 


Prepared B/: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title; VeiE PI NARY MEDICAL OFFICER Inspector 1054 


Oatei 

Oct-0 1-^006 


Title; 


(b)(6), {b)(7)(c) 


Oete; 

OC1-01-20&9 
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CHJINNIPIAC UNIVEflSriY 

^TT, CARMEL AVENUE 


:b)(2)High, {b)(7)f 


Customer ID: 4& 

Certificale: le-H-OOiS 
Site; 001 


r(b)(2)High, (b)(7)f 


HAMDEN, CT 065 ie 


Type: ROUntNE INSPECTION 
Dale: Apr-07-20W 


This was a fEjcused irKpecfitjr tiaSEd en Itie nnr-cqmplianl items tlial were sdenliliad during fhe Iasi irrspeclKwi- 
R&gIsErani had successfully corrected alt oF the rtcn-comp^lant Items and ivas lound to bs In compliance with AWA 
Regulgliong and Standards at the time oF the lijwsed inspection. 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title: VeiE PI NARY MEDICAL OFFICER Inspector 1054 


Date; 

Apr-07-2006 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Apr-07-2006 
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Inspection Report 


QUINNIPIAC UNIVERSrrv 

Customer ID’ 46 


Certificate: 16-H-0026 



m. CARMEL AVENUE 

Type: ROJTINE INSPECTION 

HAMDEN, CT 065 ie 

Dale- Feb-19-£t>03 


2,31 (ffl 

INSTITUTIONAL AHtUAL CARE AND JSE COMMITTEE (lACUC). 

2-Sl (d) (4> - "lACUC review of activities invotving animfllg. (4> The lACUC shall nctify principal investi^trxs and the 
research lacilily In writing of ils -decisian Id ap^ravo or withhold apiproval cl those ejcrlivitias related to the care end use 
of animals " 


1. Tti 0 re was no documentation available for review that the lACUC rs notifying the Principal Invesllgalors In wrlllr>g 
of its decision following the conduction of the annual continuing review of animgl use activities as required by thig 
Secliun el Lh& Regulations. Correct Iroiri this dale torward. 


2,31 m 

INSTITUTIONAL ANtUAL CARE AND USE COMMITTEE (lACUC), 

£31 (e) - '‘A propcMl to conduct an activity involving animals, m to mane a significant change in an ongoing activity 
invdlvirig ariiniels, rrmst oanbein the lullDwing: (3) A uomplele deSdriplion of the proposed use el the enii rials.' 

1. Review of Prolacol #AB: 

a. The proitocol states Ibat Rabbits will be immunized using Complete Freund's Adjuvant (CFA) and wilt be tdostered 
2-4 weeks later using Incomplele Fr&ur^'s Ad^uvanl (ICFA). The records n1 Rabbit #4 end #5 were reviewed at Ihe 
lime of the inspection. AccorcEing to the records, CFA was administered on 1/£?^0S and then ICFA was administered 
2 weeks later On ^’1 . 

2. Fteview of Pri?tcip[?l W£2: 

a. The protocol states, that blood will be drawn from itte Rabbits Ixit Ihie volume of blood to be drawn and the 
frequency ol blood draws ara noi specilied. 


Prepared By: 
Title: 

Received By: 
Title; 


PAULA s QLADUE, V M D USDA, APHIS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1054 



Date! 

Feb-19-£008 

Date; 

Feb-19-£OOe 


P3B0 1 <jf J 
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Animal and Plani HaaJLIi lns|:HialiDri &arvJca aoia^i insp 
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A proposal rrM animal usa must cpniaJn a camplala daacnptbn ol tfia pcdpciaad uaa dI Iha anicitals. Tha lACliC 
needs to address the issues IdentHied for these two protocols Correct bf 4i 1 .'&& 


2,31 («> (5> 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

2-91 (e) (5j - 'A proposal to conduct an adivitv involving Bnimaig, or to maHe a significant cfiange in an ongoing 
activlly bvalving animals, musi contain the iPllawinp^ (5) A dascriplAn Of an^ aLiltianasia mmthod Id be used.' 

1 . Review pi Profocpl # 17 : 

s. There is no miethod oF eijitbgnasia specified for the Cerbils as required per this Section cf the Regulations. The 
lACUO needs to address thb issue for this protocol. Correct by 4/1 .'^Ge. 

2,33 (W (5) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

2- 30 (b} (5|i - 'Each research facility shall establish and nvairTtain programs of adequate veterinary care lhat includes 
[5f Adequate pre-ptroc^rAjral anrJ posi-pndcedural Care Irt acr^PrdanCe wllh Current asLeblishad veierinary niediriral and 
nursing procedures ' 

1. Protocol flAB slates that Rabbfts will be chechod dally FbHowing the injection o1 Complele Freurid's Ad^juvanl 
(CFA). The medical records of Rabbit #4 and #5 were reviewed- The Rabbits were injected with CFA on tr'2gi/03. 
There was no documentallon available lor review ihat the Rabbits were checked daily lollowing the iniaclion ol CFA 
as specilied In the approved pretoool. 

Research faj&lilieE are required to provkle adequaie posl-proceduraJ care to maintain ihe health of Ihe animals, 
Qqrreci From this dale forward. 

3,25 (c) 

FACILITIES, <?ENERAU 

3- 25 (c) - "Food stjpolies shall be stored in coniainere wilh tightly fttiing lids or covers ' 

1, There were opened plastic bags containing enrichment Food treats (fruil bits, vitamin blocks,, and cereal) that were 
□dI being e'lpred in containers with e lighjly lillir^ lid or cover ae rettiiired by thie Delian qF Ibe Regulations. Correct 
by 


Prepared By: 
Title: 

Received By: 
Title; 


PAULA s GLADUE, V M D USDA, APHIS, Animal Care 

V^E PI NARY M EO 1C AL OFFIC ER Inspector 1 054 



Date; 

Feb- 19-2008 

Dote; 

Feb- 19-2008 


Paee 5 J 
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3,31 (t» 

SAMITATIOM, 

3-31 [t>) - ‘Housekeeping. Premises fbuildings and grauntte) sfiall be kept clean to facilitate the prescriced 

husbandry pracfioas sal tarjli In ibia aubpari.' 

1. The following Housekeeping ifem^ were klgnitiliad in the 

s. There was a Ihick film of dust presens on ftie lop of She racks of cages . 
b. There waa a cardboard box containinQ naallata tbal was being storad ort ll>a floor. 


:b)(2)High, (b){7)f 


b)(2)High, (b){7)f 


2. Clearii anclflsureB ware being sturad on me courtar adjaconi to the ainfli m thei 

observed personnel using the sink to clean dirty Rabbit enclosures during the inspection. 


The anSpedor 


Promrsas should ba kepi clean lo raclktata prescfibod husbandry pradioos and la protect the animals' hoaitb. Corrad 
by S.'lE&'lOe- 


3,56 ft?) (3) 

SANITATIOhi, 

3-56 (b) (3) - “Sanitisation of primary enclosures.. (3) Primary enclosures lor rabbits shall be sanitized by washing 
lhain with tml wafer (1 Bd ?F.j end Snap or datargenl as in a rnecharrical cage washer, or by washing all adJiEd 
sijrfaces with a detergent solufion loHowed by a safe and effeclive disinfectani, or by cleaning aJI soiled surfaces with 
live sieam gr Flame." 

1, The ingpecror observed an employee cleaning 2 diriy Rabbit enclosunes during the irtspectwn. The cages were 
washed using Oua!r>cida and Urid. Tt>a Ouatricida was rinsed all altar a few rmnutos ol conraict w?lb Lh? daaned 
surfaces. The label on fhe Quatricide states that fhe contact time for effective disinfection is 10 minutes, 

2. The inspedor checked the 2 Rabbit enclosunes otter they had been cleaned. There was dried, while residue 
present on surfaces of bpfh emcbsures and png qf ffie englgauros had ppme dried, flark. material presr^nt qn the llgpr. 

The cleaning process used for the Rabbit cages was inadequate For achieving sanifealion as required per this 
^oclian ql ihB Ptagulatlons. Adequate samlizatlan a1 dirty arrclosunas Is important to rmintaining the health o1 the 
Rabbits. Correct Irom th<s dale forward. 


Prepared By: 

PAULA s QLADUE, V M D USDA, APHIS, Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1054 


Oatei 

Feb-ig-2008 


Title; 


(b)(6),{b)(7)(c) 


Date; 

Feb-19-£OOe 






USDA 
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Animal and Plant HaalLli InsiiHicliDri SarvJca aoiaji inspjd 
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3,56 (c) 

SAMITATIOW, 

3-56 (c) - "Housekeepng. Pnemiaes (buildings and ■grounds) shall be kepi clean and in good repair in order to prelect 
lha animals Irvum injury and Id lacililata the presented husbandry practical sel lorth in Lhia subparl." 


1. Ttie IpUpwing Hpusekeeping ifema were idenlilied in [he Rabbtl Flaom during |h^ insper^km. 


a. There was a thick film of dust progens on Itie lop of Iho racks of enclosures 

b. Soma of lha tcipa a1 cleanad anebsuras ware noted to ba dirly and had a dried raaldue praaenl. 

c. There was an accumulation of hair and ckjst preseni in between the Babbit enclosures. 

d. There was darK dkied residue prasant On the Iront edgas ol Eha racks underruath the Rabbtl enctosurss lhal oaold 
be easily scraped off using a pen. 


2 . 


The lollowirtg Housakeaping Items were noted In !ha 


(b)(2)High, (b)(7)f 


during the inspeotioni. 


b)(2)High, {b)(7)f 


Iwas no| secured daS$d and 


a. There was a brokan light ludura oover noted above the cage washer. 

b. The ceiSng vents were noted to be didy. 

0 . The light Fixture cover in the small storage erea in the back ol Ih^ 
was hanging down. 

d- ■Several areas of the floor were noled lo be dirly and hgd perticulale material and dried residue present, 
e. There was an accumulalnon of dust and cubwets on the drain pipes under the sink. 


f. The small storage area in Ihe back at the 
noted on the shelves. 


(b)(2)High, (b)(7)f 


I was generally cluttered and some dirty items were 


Premjses should be kepi clean to facilitate prescribed riustandry pradioes and lo protect the ammals' health. Gcnxecl 

by 

2.'26..'{}8. 


Prepared By: 


Title: 

Received By: 


PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

VETE PI NARY M EO 1C AL OFFIC EH Inspector 1 054 



Optei 

Feb-ig-2008 


Title; 


Pape iisi 4 


Date; 

Feb-19-£OOe 
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Customer ID: SS 

Certificale: le-H-OUSl 
Siler 001 


p)(2)High, (b)(7)f 


Type: ROUntNE INSPECTION 

MYSTIC, CT 0035S Dale: Dec-S3-£00S 


2,31 (T) 

INSTITUTIONAL ANtUAL CARE AND JSE COMMITTEE (lACUC), 

£-Sl (c ) (3) ■ "lACUC fijnctiorts. With respect to activities involving animals„ Ifte lACUC, as an agen( of the research 
lacilhy, Sh^lt: (3) Prepare inBpCH'l& DF its evslualidriis oordLx:ted?..and SubTikit lha rspdris t^r the InSliluliorral OFlicial nl 
the research facility? ..If program or facility deficiencies are noted, Ihe reports must contain a reasonable and specific 
plan and sdhedole with d^tes lor oarreciing e^oh ddFirjiency-'' 

1, The Semi-annual reports to fihe trtstitvtipral Otlicial i^ated J.M 5^109 end 9'29,^O0 did not include correct t?y dates for 
1h& minor deficiencies that were identified by the lACLlC during Ihe semi-annual facility inspections corvducted on 
£/ra.'08 and &'£7.'i0&. 

The Semi-annual Report io Ifw Institutional OlFicial froni the lACUC must contain a ctwrectton date and schedule for 
each minor deficiency identified during line semi-anmueli laciNly in-specfion. Cdrreot with the ne)(l Semi-annual Report 
to tee 10 tn [l>e Spnng £009. 


SEA RESEARCH FOUNDATION INC 
MYSTIC AQUAFIIUWI 
55 COOGAM BOULEVARD 


Prepared By: 
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Oatei 

Dec-£9-£fl08 


Title; 


(b)(6), {b)(7)(c) 


Dete; 

Dec-£9-?OOe 
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SEA RESEAFICH FOUNDATION INC 
MYS-TIC AQUAFIILIM 
55 COOGAM BOULEVARD 


Customer ID: SS 

Certificale: ie-H-0U31 
Site: 001 


:b){2)High, (b)(7)f 


MYSTIC, CT &635S 


Type: ROUTtNE INSPECTION 
Dale: Apr-03-3008 


There were no non^mplianl items irtlentiFied Jjuringi line inspestien Registrant was in pomplianpe with AWA 
Regulations and Standards at the tamo of Vta inspection. 


Prepared B/: 


Title; 

Received By; 


PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

VeiE PI NARY M ED 1C AL OFFIC EH inspseter 1 054 



Oatei 

Apr-03-3008 


Title; 


Paje 1 ^ 1 


Dete; 

Apr-03-3008 
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Customer ID: 41906 
Certificale: lO-H-OCMO 
Site: 001 


|(b)(2)High, (b)(7)f 


Type: ROUntNE INSPECTION 

MORWALK, CT 06&56 Dale: MBf-£7-2003 


2,31 [e> 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC), 

£-Sl (ej (3J - '‘A proposal to- conduct an activity involving animals, ck to mal^e a significant cliange in an ongoing 
activlly irkvnlving ariimals, must contain tfie rolldwing: (3) A complela description d the prdpased uca □! the animals.." 

1. Review of Prqsidcol #30 1 at^ #501 : The nstrrative gf prgjh animal use pigpoaala iMd r>ol contain a complete 
dascrlption ol all of the procadufas that may be parforrrad on tha animals as part ol the approved protocols as Is 
required per ihis Section d the Regulaliong. 

The lACUC needs to address the issue kteniifted for these protocols, Conect by S't/08. 


TYCO HEALTHCARE GROUP L P 

COVIDIEM 

150 GLOVER A VE 


Prepared By: 


Title: 

Received By: 
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Oatei 

Maf-37-2008 


Title; 


Page i <jf i 


Date; 

Maf-£7-2O0e 
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TYCO HEALTHCARE GROUP L P 


COVIDIEM 
ISO GLOVER AVE 

MORWALK, CT 06656 


Cuslomer ID‘ 419&6 


CertrficBle: 16-H-0CM9 
Site- 001 


:b)(2)High, (b){7)f 


Type; ROluTTINE INSPECTION 
Dale; Jan-00-2008 


There were no norH:oinpt«ant items identified during itw inspection Pegistrani was m coinpliance wflO AWA 
Ragutalions 3.nd Standards al [he lime nf the inapenhdn. 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title; VeiEPINARYMEOICALOFFICEFIInspectcr 1054 


Datei 

Jan- 00-2003 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Jarv-O 0 - 2 OOe 
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TYCO HEALTHCARE GROUP L P 


COVIDIEM 
ISO GLOVER AVE 

MORWALK, CT 06656 


Cuslomer ID‘ 419&6 
CertrficBle: 16-H-0CM9 
Site- 002 


pI^High, (b)(7)f 


Type; ROluTTINE INSPECTION 
Dale; Jan-f>0-2CW8 


There were no norv^omptrant items identified during itw inspection Pegistrani was m coinpliance wflO AWA 
Ragutalions 3.nd Standards al [he lime nf the inapenhdn. 


NOTE - lACUC recgTds are reviewed at Site OOii oi the Registrani, 


Prepared By: 

PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

Title; VeiEPINARYMEOICALOFFICEFIInspectcr 1054 


Datei 

Jan-00-2003 


Title; 


(b)(6), {b)(7)(c) 


Date; 

Jarv-&9-£Ooe 
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Customer ID: 44 

Ceflificale: ie-H-002S 
Siler 001 


:b)(2)High, (b)(7)f 


Type: ROUniNE INSPECTION 

FAHMINGTOM, CT O&OSO Dale: Apr- 17-2008 

2,31 w) (1) m 

INSTITUTIONAL ANtUAL CARE AND JSE COMMITTEE (lACUC), 

£.S1 (d) (1 ) (irli - ■ The lACUC shall delennine that the proposerJ activities or significant changes in ongoing aclivities 
maet Hie lollowing requirerrienls: (ii) The principal investigStPr lia‘£ considered alldmalivdS Ld procedures that rliay 
cause more Than momentary or slight pain or distress to the animals, arm has provided a written narrative description 
of the mettKids ^nd swnces used delermine Ihai alternatives were nol aveilsble." 

1. Review pf Pnotocpl llf£007-04&; 

a- The written nanative of the methods and sources used to determine that attemalives were not available to the 
potenlially pamlul or distresSliil prOC^ures described in the proposal lOr animal u$e does nol include Ihe prr^dure 
of iracheostoffvy in Rabbits that is described in the proposal. 

A principal Invasllgalor Is rcqultod to consklor alternaltvcis to all potontially pairvful and distressful proooduros 
described in a proposal for animal use, The lACLFC needs to address this issue identified for this proposal, Correct 
by Bs'l.rne. 

2.33 (tJ> (?) 

ATTENDING t/ETERINAR3AN AND ADEQUATE VETERINARY CARE. 

£.33 (b) (£) - 'Each research faciirty shall establish and maintain programs of adequate veterinary care that include: 

(2} The uSe of epprapriate iiieLhudS td prS^nt, COrllrol, diagnose, £ind Inesl diSsaSBS and injuries." 

1. Prgtecol #2CX17-34$ slates that aaoh Rabbit will undergo appreximately 12-14 needle meertiona par eessirjn. The 
records o( Rabbit lP&-t>7 and fllO-d? used on 8i'l3''Q7 wars reviewed. There was no wnllen documenlalicin available 
that the number of needle insertions periormed per Rabbit followed what was described in the approved protocdl. 

Any procedure performed on animals unrter an approved proposal for animal use should be recorded in order lo 
dDcumam ihat the procaduras wore dondut^ted eppropriataly as desorlbad in the lAClfC approved proposal. The 
research facility needs to address Ibis Issue identified for this protocol. Coned by &'ir08. 


LPNIVERSnV OF CONNECTICLTF HEALTH 

£63 FARMINGTON AVENUE 


Prepared By: 

PAULA s QLADUE, V M D USDA, APHIS, Animal Care 

Title: VETERINARY MEDICAL OFFICER Inspector 1054 


Oatei 

Apr- 17-2008 


Title; 


(b)(6), {b)(7)(c) 


Dp to; 

Apr-17-2008 





USDA 
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MOTE - This was a fociised linspeclion of ireconds arid lACUC documoTits. 


Prepared By: 


Title; 

Received By; 


Title; 
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P3B0 5 i 


Oete; 

Apr-17-^00« 


Oete; 

Apr-1 7-20 09 


FUlAJU 

inspjd 
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UNIVEFSITY OF CONNECTICUT 


430 WHITNEY RD EXT, UNIT 100&, WHETTEN GRAD CTH 
STOFHS, CTOfi?09 


Cuslomer ID’ 52 


CertrfCBle: IS-H-OOOS 
Site’ 001 


|(b)(2)High, (b)(7)f 


Type; ROJTINE INSPECTION 
Dale- Jul-S0-£OOa 


2,33 (t» [ 2 \ 

ATTEHDIHG VETERIMAflJAN AND ADEQUATE VETERINARY CARE 

2-33 [b) (£) - ‘Each reseane*! facility shall establish ar^t maintain prcgramg pf adequate veterinary care ihai include; 

(2} The use df apprdpriata methods to prevent, conirol, diagnose, er>d Ireal disaeses end Injuries." 

1 . RabbH #LP was nmed by the APHIS irvsjjectgr Id have a aliqtifly cdased, swollen, red. and weepy lefi eya- The eye 
oondilion observed in the Rabtut had not been pre^/iotisly recognized by (ajallty personnel. 


2. Rebtvt #71 1 was noted by the APHIS inspsolor to have an area e1 hrair loss and very red skm agipro^nmately the 
size of a silver dollar cm the ventral necit- There ivere also dumps d ftir no^ed insicte the cage The shin condition 
observed in the Rabbil had not been previously recognized by laoiliiy pmrsonnei. 


A rosearch facility should nnaintarn a. program of voterinaiy care iha! Irtcludes Ihe use of appropriate rnalhods lo 
diagnose and ireat animal healih issues sc that any pnoWems wilh animal health can be appropriately addressed 

Facility corrected item 1 ancJ 2 durir>g the inspection by conlaclmg the clinical veterinarian who evaluated the 
Odndhiorks i n the Ftabbris. 


Prepared By: 
Title; 

Received By; 
Title; 
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UNI VEFSn V OF CONN ECTIC LTT Customer | D: 52 

Certificale: le-H-OCWa 

430 WHITNEY RD EXT. UN IT 1 00&, WKETTEN Ste- nni 


(b)(2)High, (b)(7)f 


Type: ROUntNE INSPECTION 

STOFHS, CT 062091 Dale: Apr-a9-20W 


This was a focused ir^pecfior dased on ttie nnr-cqmplianl items Ihal were 3den]i1iad during the lael irtspeclKm. The 
non-oompliartl llema from the last inspodjori' hav« boon ca^rscted by lha Registrant. 


Prepared B/: 


Title; 

Received By; 


PAULA S QLADUE, V M D USDA, APHIS, Animal Care 

VeiE PI NARY M EO 1C AL OFFIC EH Inspsctcr 1 054 



Oete; 

Apr-£^?Ci06 


Title; 


Paje 1 1 


Dete; 

Apr-29-£0&9 
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UNIVEFSn V OF CONN ECTIC LTT Customer 1 0: 52 

Ceflificale: le-H-OCWa 

450 WHITNEY RD EXT. UN IT 1 00&, WKETTEN Siler 001 


P^igh, (b)(7)f 


Type: HOJTtNE INSPECTION 

STOFHS, CT 06209 Dale: Apr-19-2008 

2,31 [e> m 

INSTITUTIONAL ANtUAL CARE AND USE COMMITTEE (lACUC), 

£-01 (e) (3) - A proposal to conrJuct an aclivily involving animals, or lo make a significant change in an ongoing 
activily irkvolving Animals, muS-1 CDritairi the Idllawirigr (3) A Cdiriplele descriptirirl cvl the proposed use □! the animels.." 


1. Review of Protocol #AD7-0ae: 

а. (2.31 {d} {1} {ll]J ' The vmltten narrative ol lire methods and soutces used to iJetarmlne that allerrratlves vvare not 
available to the potentially painiol or distressful procedures described in ibe proposal for animal tise ttoes no'i inclwie 
the prtKHdIura Ol reseotion Ot the external ear danal Ibal is descntDed in ibe prepdse!. 

A principal inve^ligalcr is required !□ cortSikler altemaiives td all pctenhally painful and diatressFul prcoadures 
detscribad in a proposal for animat usa. The lACUC needs to address this issue IdenhFiod for tins proposal. Corred by 

б. '1.'130, 


b. [2.31 {«|> {3]<} - Tbe protanbl states on paus Id and an page D2 lhai the surgical state Of anesthesia is maintained 
with either Sodium PentoParbitaJ or the delivery of an IsoHoraneyOinygen mrnlore. Page 1 1 stales lhal anestbes»a wiH 
be maintained wftb a continuous infusion of Ketamine arid Diazesiam in a solution of Lactated flingars. 

A proposal Foir animal use must contain a complete description of the proposod use of Ibe animals, The lACUC 
needs la address the disorapancy idanlifiad lor this proposal. Correct by E4'T.i'a8. 


NOTE - This was a focusad ahspadioni of raoords arid lACUG documarits. 
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2,31 (1) Hi) 

INSTITUTIONAL ANIMAL CARE AND JSE COMMITTEE (lACUC)- 

2.S1 (d) (1 ) (iii) - 'Ttie lACUC shall determine That lf»e propoaecJ actiyilies or significant changes in ongoing adivifies 
niB^t 1ha lollowirt^ requinamsnla : (ii) Thai pnncipual invealigator has considerad alLamaliviss La pmcaduras LhaL may 
cause more ihan momentafy or slight pain or distress to the animals, and has provided a wriJten narrative descriptton 
□r |h^ melhoiH ^rid u$ed |Q determine that allernaiivea were npf availably." 
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WE STERN CON MECTICUT STATE Customer | D: 405 1 5 

Certificale: ie-H-0043 

101 WHITE ST ate - nni 


:b)(2)High, {b)(7)f 


Type: ROUrnNE INSPECTION 

DANBORV, CT06810 Dale: Ocl-30-2008 


There were no non-compJiant items identiFied thjring the inspection Registrant had successfully comected the non- 
ocirr’iplisrtl Hems FroiiPi the last mspBcliori and wa.& In nonipliance with AWA Regulations and Standards al tFie lime or 
today's inspectian 


MOTE - This is the electronic AdS version of the Word formsi irtspectipn report that was delivered te the Registrant 
at IheliniiB ol thaaitil Interview on tD^'BQ/OS InspdcLion. Ward formal inspection ropod has signalure. 
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V^E STERN CON MECTICUT STATE Customer 1 0: 405 1 5 

Ceflificale: ie-H-0W3 

101 WHITE ST Siler 001 


:b)(2)High, {b)(7)f 


Type: ROJirNE INSPECTION 

DANBO R V, CT 068 1 0 Dale: Apr-t 4-2008 


2.31 (f:3 (1) 

INSTITUTIONAL ANtUAL CARE AND JSE COMMITTEE (lACUC), 

2.31 (C] (^1) - "I AC DC FunctlDris. Wilh rasped ta Sidivities mvOl^/irig Emlmals.. the lACUC^ as an agianL Of Via raseardi 
facililv, Shalt; (1 ) Review, at least once every sk monihs, (he research facility's program lor humane care and use of 
animals, using Ei|le 9, chapler I, subchapter A-Animal Wallare. S-S a basis far evaluation.'' 


2,31 (c) ^ 2 ] 

INSTITUTIONAL ANtUAL CARE AND JSE COMMITTEE (lACUC), 

2-9-1 (c) (2) - “lACDC Functions Wi!h respect to activtties mvolvjng animals, the lACUC, as an agient of the- research 
iaciliiy, shalt: (2) Inspect, at least arioa every Six rl'far'ilfis, all Of 1he rfas&arfah Facility's ar'iliiial FaCiliLieS, ir'iduding animal 
Study areas, using title 8-, chapter l„ sutKhajJler A-Animal Welfare, as a tjasis for evafuatton," 

2,31 (^3 m 

INSTITUTIONAL ANIMAL CARE AND DSE COMMITTEE (lACUC)- 

2,91 (c) (3) - "lAC DC Functions WUh respect to activities involving animals, the lACUC, as an agent of the research 
lacilily, shall: (3) Prapars rapdrls of its avalualidh^ coridudad. as rsquirad by paragra|3hs and (2) nl this 
section,, ar>d submit the reports to the Inslilulional Official of the research FaoHtyi Providedn however. That the lACUC 
may determine the beat means al puncTur^ting evalualigns of Itva raseandh Facilfly's prograimts and Far^litiBs; and 
Providod, further, Thai no Commiltae member wishing lo participaie in any avaluallon conducted under this subpan 
may be excluded. The lACUC may use subcommittees composed of at least two Committee members and may invije 
ad hoc consullants to assisl In eor'iducting the evaluations, howavar, tha lACuC f&marns rasponsrbla far lha 
evaluations and reports as required by ihe Act and regulatiorvs. The reports shall be reviewed and signed by a 
mafanty of ihe lACUC mambars end mual induda any minarity viaws.. Ths raparls shall ba updalad at laa-st once 
every six monlh® upon completion of the required semiEmnual evaluations and shall be maintained by the research 
f^ilily and made available to APHIS and fa ofticfals of funding Federal agrancies 1or inspebtwn and copying upon 
jaquast. The raports musl camtam a dascripllort of lha r^ura and exlant el the rasearch laallly's adherer^oa to this 
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subchap^er. must identify specifically any departures from the prowisiora of title 9, chapter Ik aubcJiapSe^ A-Anin»al 
WalFara, arid inuaL alale Lhe raaaons f'Ciir aadi dapaiiure. T^a rapoiia must distinguish signillaani daficiendas ham 
minor defioencies, A significani deficiency is one which, with reference lo Subchapter A, and^ in Ifie jtxlgmeni of the 
lACUO and tha Institutional Qfliqial, is pr may be si Ihreal tC' the haidlh or safely p 1 Eha animals- H program or Facility 
deficiencies are notedK the roporls must conlaln a reasonatM and specific plan and schedule with dales lor corroding 
each deficiency." 


1. The research facility was issued a registration by the Eastern Regional Office on 6.'S0/&7, 

a. The research faollty'a Program For Hurrrarw Care and Use of Animals has not bean fav»awe0 by the lACUG since 
the research facility received its USDA registration, 

b. The lAGUC bas nca conducted an inspection of the ammal facilities since the research facility received its U-SDA 
regislratiun. 

c. The lACUC has not prepared and sent a Semi-annual Report (0 the Ins-HtutionaJ Otfidal (10) as required per this 
Sacboo ol tha Regulations ainca the rasaarch tacllily racor^ad its USDA rag^stratlon 


The I ACUC its responsible for the following lunctions wilh respect to acUvities 1 nvolving aniniaJs; The Program for 
Rumane Care arxf Uae gf Animals must be reviewed by the lACUC al Iga^t once every B mgnihs; lhe animal 
facilities must be inspected by the lACUC al leasi once eyery 6 monihs; and the lACUC Is required to submit a SemP 
annual Report to (he 10 at least once every 6 iminths regardirrg its evaluations of the research facility’s Program for 
hlumar^ Cara ar^ Usa of Animals and Animal Facility Inspactlon. 

The IACUC needs to oonducL the required evaluations and submit a ReiDdrt Id Lhe lO as required per these Sedions 
of the Regulations Cerrecl by Tj't'l&B 


2,36 (b) m 

AHHUAU REPORT, 

2.96 (b) (7) - The annual report shell: (7) State lhe common names and the numbers ol animals upon which 
teaching, a;!perirner[fs, research, surgsry, or tesis were conduded involving accompanying pain dr disireas Id tha 
animals and lor whch the use ol apprcpriafo anesthelK:, analgesic, or tranquilizing drugs would have adversely 
affeclBd the procedures, results, or injgrprelation of the leaching, research, eKperimenls, surgery, gr lests- An 
explanation of the procedures producing |oaln or distress in thesa animals and the reasons such drugs ware not used 
shall be aiteched to the annual fepcrt." 
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1. The AnnuoJ Report that was submittedi by Itie reseafch Facility to USPA ipr FY S007 listed 6 Cerbils unde? JSPA 
Pain Cata^ory 'C. A reviaw aF 1ha prOlOhOl IridicaLaa IhaL IKn animals ward used in prdcaduraa lhal ware COhsidarad 
as USDA Pain Categofy "E*. 

The fsseafch iacillly needs lo submit a oonrecsed Annual Report For FV 5007 to the Eastern Regional Office that 
reports the 6 Qerbile in the correct pain category and indudes an explanation ot the procedures producing pasn or 
dislroas in ihe animals and ifie raasnns lor MiUhholding drugs. Gorged by 7/li'DS. 
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YALE UNIVERSITY 


OFFICE OF THE PROVOST 
DEPUTY PROVOST FOR SCIENCE AND 

NEW HAVEN, CT 06520 


Cuslomer ID‘ 43 


CertrfCBle: 13-H-OOOi 
Site- 001 


|(b)(2)High, (b)(7)f 


Type; ROluTTINE JNSPECTION 
Dale- Jul-21-£00a 


2,33 (t» [ 2 \ 

ATTENDING VETERINAflJAN AND ADEOUATE VETERINARY CARE 

2-33 [b) (£) - ‘Each reseane*! facility shall establish arxJ maintain prcgramg pf adequate veterinary care that include; 
(2} The use df dpprdpriata meithdds to provdML, cDnirdl, di^gno^, ar>d Ireal disaasBE and Injuries." 


1 . The lellowirpg Duldated medicatipns em mE^ical supplies were i[ienlif»d during the inspepliqn. The use [?f euldaled 
medicatons arvJ/or mc-dical supplies may rw! ba sate or eflicaclous. Correct Py 7.'2a.'M. 



; Povldcma iodir^e elution, gallon, #1 , exp fii'DS 
• Ladated PhngersK 500 ml, fl.cxpOM/XW- 
Notvassan sdlulion, grdlkin, #1, exp li'iDS 

Acepromazine, 50 ml bottle, tfl, e:Kp S.'Ofl; Motrin tOO mg taWets^ exp S-OS, Glycopyrrolale, 2 ml vial; #1 , 


exp 11^07 


S- Unlabelled items ^re identified in the following areas during the ingpeclion, Syringes and bottles should have e 
label adenlilying tt>e contente to avoid improper use and ensure correntl daiilng. Correct by T/zavDS. 


p7)T 


b. 

c. 


30 dc syringe conlaining e ligin blue substence. 

10 cc aynnge containing a light blue Bubstarce. 

Plastic spr^y botlle under the sink containing a blue liquid 


3. There was an opened 20 ml bottle of Propotel identified in E-1 14, The rfete and time Ihe bottle was opened was 
nol recorded on Ihe label. According to me package insert F^ropoldl is a singla-use pareniaral product trial ahculd 
be discarded 12 hours after c^jening. 


MedIcattonB should be handled according lo manufacturer's mstrucbonB to onsur# appropriate use, Correct by 
7.'2S.'08. 
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3,6 (a> [2) fii} 

PHIU ARY ENCLQSUPES, 

3-& (a) {2) jii) - Tfimary enclosufes must be constructed and maintamed so thal the/: (ii) Protect the dogs arid cats 
trfifn injury." 


:b)(7)f 


l.jjUPmia to hpuae whiiih ^rp aligwied Fgll access to the entire rgpm Igr eicfended periods al lime dpring 
the oay. fhere were several cleajnlr>g Implements herding on Ihe wall (broom, squeegee, smatl brush end dust ipan} 
ar^ a trash containtsr with a swinging type gf tid tocated ingide the nopm. These items were readily accessible to the 
Cats and could pose a hazard to ll>a anlmiais. 


Primary anclpsures For Cats shpukl be mainlairrad to protac-t the Cals From Irijury. Trash cdniairtens. and husbandry 
items should not be stored in the animal room when the animats are allowed full access to the entire room. Facility 
ggnrected this npr-complianl item during [he irt$^ai;;tkin by removing Fhe huEbaindry items trgrn the animai rgpm. 

3.11 (c) 

CLFAHIFIG, SANITIZATION, HOUSEKEEPING, AND PESTCONTROU. 

3.1 1 (c) - "Housekeeping for premises, Premises where housing facilities are located, including buifdirrgs and 
SurTburidirig grrAjr'ids, i'iiliBI ba kB[ll glean." 


1. There wap a nueta! pprl logpted iri|ll|l|||||hat w'ps noled tb be dirty and hipd dried white residue and parliCulate 
mailer on the shelves. Bousing facititias should be kepi clean to fadiltale prescribed husbandry pracbces. The cart 
needs to be cleaned. Correct by 


3,75 (e) 

HOUSING FACILITIES, GEI4ERAIL,. 


3.75 (e) - 'All lood must be stored in a menner that prevents oontamination and deterioralwn oF its nulrittve 
value..... openi tond and bedding supplies must be kepi In leekprooF Corileirtene wilh tightly liLting bds lb prevent 
Spoilage and contamination " 


1. There were opened bags of oereat located in 


(b)(2)High, (b)(7)f 


;hat were not being stored m a 


container with a tightly littiog lid to protect agairtst spoilage and contamination as required per this Section. Correct 
by 7,'28.'Dfl. 


3.04 (c) 

CLEANING, SANITIZATJON, HOUSEKEEPING, AND PEST CONTROL. 


3.0A (c) - "Housekeeping for premises, Pnemiges where housing facilities are located, including buitdings and 
Surrounding grounds, lOuBt bO kepi OleOn arKt in gOud repair." 


1. There was a small area of tfro wall 4 


where Ihe outer surface had paelod gtl and the undoriying wallbo^rd 


was a/jpo50d. This e.i(posod waJi suiiaco was porous and not Im^tervious io moisture. The wall noeds to be 
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addressed to maintain iJie facility in good repair and lo eosore that Ihe wall can be readily sanHised- Correct by 
10/im 


2 . The sink irM||j^|wB^ noted to be rfirly and had residue and parliculale matter praa^nt. Pnamt^a should be kepi 
ctean lo (acililale prescntied: husbandry pfacllces. The sink needs to be cleaned. Correct by 7.i28rl0fl. 


NOTE - This was a full facilily inspection conducted from 7;£TyCiS - 7i'?4..'0a wilh the exfl interview on 7r£'4i'0S. 
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